Cup Shape UFO 


Common description: 

SHAPE: cup, cylinder, jar, barrel. 

Medium size: 10-15 to 20-25 ft in diameter. 
Maneuver: Hover 

Appearance: Metallic, gray appearance. 
Odor - embalming fluid 

Light, beam. 


EM effects/interference, 
occupants sometimes reported. 


NOTABLE SIGHTINGS: 
1964. Tallulah Falls, GA; 
1977-1978 Colares, Brazil; 


